UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


official warning 

VIOLATION OF FEDERAL REGULATIONS 


CASE NUMBER: 


VIOLATOR: 

Jeffrey and Judy Gray 

43-A-4052 / 24809 


ADDRESS {Street, City, State, ZIP Code): 

1 07 South Street 
Rothville, MO 64676 


The U.S. Department of Agriculture has evidence that on or about February 24, 2011 , November 7 
2012, February 29, 2012, June 21, 2012 and March 13, 2013 . you or your organization committed 
violations of the following sections of the Code of Federal Regulations, Title 9: 

2.40(b)(2) Attending Veterinarian and Adequate Veterinary Care... .repeated failure to 
establish and maintain programs of veterinarian care that use appropriate methods to prevent, 
control, diagnose, and treat diseases and injuries 

2.50 (a)(1) Time and Method of Identification... .repeated failure to have air official form of 
identification on all dogs on the premises (class “A” dealer) 

3.1(a) Housing Facilities, Structure.... repeated failure to design and construct housing facilities 
for dogs that are structurally sound, kept in good repair, and protect animals from injury 

3.1(e) Housing Facility, General.. ..repeated failure to store supplies of food and bedding in a 
manner that protects the supplies from spoilage, contamination, and vermin infestation 

3.1(f) Housing Facilities, Gen era!..., repeated failure to provide for regular and frequent 
collection, removal, and disposal of animal and food wastes, bedding, debris, garbage, water, 
other fluids and wastes 

3.2(c) Indoor Housing Facilities.... repeated failure to maintain indoor housing facilities for 
animals lighted well enough to permit routine inspection and cleaning of the facility and 
observation of animals 

3.6(a)(2)(x) Primary enclosures. ...repeated failure to properly construct and maintain all surfaces 
such that the floors of the primary enclosures protect the animals 5 feet and legs from injury and do 
not allow the animals’ feet to pass through any openings in the floor 


3.6(c)(I)(i) Primary Enclosures.... repeated failure to provide sufficient floor space so the 
pi i raary enc 1 o s u r c s in eet t h e m ini mum r eq 111 re m ents 

3.11(a) Cleaning, Sanitization, Housekeeping, Pest Control. ... repeated failure to remove 
excreta from primary enclosures daily, and from under primary enclosures as often as necessary 
to prevent an excessive accumulation 

3.11(c) Cleaning. Sanitization, Housekeeping, and Pest Control ....repeated failure to 
maintain the premises clean and in good repair 


I Hr, nr f r Inspect.on Serv.ce (AP1IIS) created federal regulations to ensure the wdfk^f^i^™d _ 

help prevent the spread of animal and plant pests and diseases. Since violations of the regulations can have serious and 
cos ly impacts that are detrimental to the public interest, APHIS is providing you with an Official Warning for the 
v.olat.otKs) described above. Any further violation of these federal regulations may result in the assessment of a civil 
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